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28 March I960 


SUBJECT! Change Proposal LAC-21-1 , Emergency 
Oxygen Release 

TO i Contracting Officer 


The WSPO has reviewed subject Change Proposal and desires 
its incorporation as a precautionary measure to prevent inadvert- 
ent release of the emergency oxygen supply due to incautious 
handling. 

Request you provide the contractor formal notification of 
WSPO approval of subject Change Proposal. 
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